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BILL NO. S-76-08- 





SPECIAL ORDINANCE NO. S-, 


AN ORDINANCE approving Change Order 
No. 1 in connection with North 
Highlands Street Lighting Resol¬ 
ution 110-1975. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That Change Order No. 1 to E. L. C. 
Contractors ‘in connection with North Highlands Street Lighting 
Resolution 110-1975 is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. This Ordinance shall be In full force and 
effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORI 









, Read the first time in full and on motion by , seconded by 

■ * ' ^ 

_. and duly adopted, read the second time by title and referred 


to the Committee on 


_(aTrd-iitii€-==6ily=»£LattJ3cfflGt^ for 


recomiiieiidation j and TubTitr-iiea ring --- t 0 -- b - e - he3^.---a£t©g-,-^d4je^j^a l^ Council 



DATE: 


CITY CLERK 

Read the third time in full and on motion by 
seconded by 


and duly adopted, placed on its passage. 


PASSED C by the following vote: 


TOTAL VOTES 


m 03 


NUCKOLS 


SCHMIDT, D. 
SCHMDT, V. 
STIER 
TALARICO 


DATE; 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (ZQEIHG-AIA-^a-~X*^^ENEEALI. C ANIpXATIO N) f SPECIAL) f-APmO RRTATTnN-) 

ORDINANCE C-^^ESOLU-TIONO No.^ the d ay of 

T’ATTEST:;.'^' r .SEAL) ' ^ 





PE^^TDING officer 

Presented by me\to the Mayor of the City of Fort Wayne, Indiana, on the 
day of M.,E.S.T. 





CITY CLERK 

Approved and signed by me this day of 

at the hour of <^:3o o'clock 




, 1976, 






































































































S-76-08-04 


Bill No. 

REPORT OF THE COMllTTEE ON PUBLIC WORKS 

We, your Conraittee oh Public V/orlks __ to v^bora was referred an Ordinance 

approving Change Order No. 1 in conne ction with North Highlands Street _ 

Lighting Resolution 110-1975 _ • 


have had said Ordinance under consideration and beg leave to report back to the Common 



CONCURRED IN 

DAT ^ CHARLES W. V/ESTERMAN, CITY CLERK 










































0RDS5. 


Change Order Ko. 1 __ ' Resolution Me. 

Project Ko. W.O' 51049 _ . Board Order So. 219-74 

Sams of Project " Nort h Highlands Addition Dat e 7-2 6-76 

To: _ E. L. C. Contractors _____ : 

(Contractor) 


Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans 
axrd specifications: 


1 tem 


Description of Chance 


Change in Contract Price 

No. 

Quantity 

Description 

Unit Price 

Decrease 

Increase 

3 

4500 ft. 

Trenching 20” deep including 
backfill and inst.a.llation of 

. 80 

3600.00 




2/c #4 alum, wire in trench 




4 

5000 ft. 

1 1/2" steel conduit pushed u 

sidewalks, driveways and stre 

ider 

5ts 1.50 


7500.00 



including installation of 2/c 

alum, wire in conduit. 

#4 



6 

3 

Reset poles 

50.00 


'150.0 0 

7 

21 

Risers (conduit on poles) 

! ' 

O 

O 1 

o ; 


420.00 

















































Total Decrease 

Total Increase, 

Net C^s/t/i/eAdd) (Increase) Contract Price 

$3,600.00 



$8,0'?0.00 


$4^,7 0.00 


The sum of $ 4,470.00 Is hereby (added tc) (d'e¥v6;f.^d'/5tv64) the total contract price 

and the final contract price shall be adjusted as rcllowst 

Original Contract Price $ 53,100.00 ,, 

Current Contract Price Adjusted-by Precious Change Order $ 53,100.00 ^ 

New Contract Price Including This Change Order $ 57,570.00 . 

The tiraa provided for completion in the contrscc for this project is (uncharigad) 

(decreased) by 0 calendar days due tc this Changs Order. The date for completion 

of all v 7 ork shx^l be ' unc hanged Furthetmore, this document- shall ba-ceme an 

amendment to the contract and all provisions of tne contract shall apply hereto. 































































Change Order No._ 


Resolution No. 110-7 5 

"'219-74 ^ 

Board Order No._ 

REQUEST AND JUSTIFICATION FOR CHAI\^G£ 

1. Necessity for change: Item #3 - A decrease in trenching due to the increase 
in Item #4. 

Item #4 - The increase in conduit is due to the pushing under trees which 
was not estimated in the oi'iginal plans which was mandated by the Park Dept. 
Item #6 - Reset poles, at the request of property owners to settle, complaints. 
Item #7 - Risers (conduit on poles) for power sources which was left off 
original.estimate. 


2. Will proposed change alter size of the project? Yes No ^ 

If yes, explain 


3. Affect on operation and maintenance cost of this project: 
None 



Construction Engiheer 















































TITLE Cf OPDri^^'ICE ciPKnAT. ordinance - Change Order No. 1 on Street Lighting Res. 110- 1975 

DEPARTi'EIT REQUESTING OPDIilA'ICE board of public works 




SYi'IOPSIS OF 0PJ1IMA.NCE r.h;,nEP order No. 1 of E.L.C. Contractors in amount of 


y(^'C)r'0^ 


$4,470.00 provides for payment of increased costs Incurred on installation 


nf ornamental street lights in North Highlands Addition. 

finnal rnpdult was required In order to satisfy mandate of Park Department. 

Mnre..ri.S£rs .th^n orIglnallx estimated-- 

Thre.e.. poLea had tQ be .regAt-tP satisfy,, cpmplalnts^of proper^^^^ 


(SEE ATTACHED COPY OF CHANGE ORDER 


EFFECT OF PASSAGE AIIqw for payment to contractor and utility for additional 

labQr .and,,material, 

EFFECT OF iOi-RASSAGE inability to pay for additional required work __ 


'"'H^EY INVOLVED 0IRECT CQSTS/ ExPEMDITURES, Savings) increased project cost In 
amnnnt of $4,470.00; 


ASSIGNED TO CaTIITTE .jl 































